Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 ALGIER 00290 051216Z 

62 

ACTION COME-00 

INFO OCT-OI EUR-I2 NEA-10 ISO-00 EB-07 /030 W 

063025 

R 050939Z FEB 76 
FM AMEMBASSY ALGIERS 
TO SECSTATE WASHDC 3793 
INFO AMEMBASSY BRUSSELS 

UNCLAS ALGIERS 0290 

E.O. 11652: N/A 
TAGS: BEXP, AG 

SUBJECT: EARLY WARNING: MAJOR PROJECTS: AUTOMATIC WEATHER DATA 
STATIONS 

1. ALGERIAN SECRETARIAT D'ETAT A L'HYDRAULIQUE, (SEH) HAS 
INFORMED EMBASSY ITS INTENTION TO EVENTUALLY SIGN MAJOR CONTRACT 
FOR INSTALLATION AND CONSTRUCTION OF GREAT NUMBER (SEVERAL HUNDRED) 
AUTOMATIC HYDRO-CLIMATIC STATIONS CAPABLE OF TRANSMITTING, 
ELECTRONICALLY, DATA TO CENTRAL SEH CINOYTER UB ALGIERS. 

2. WOULD APPRECIATE RECEIVING NAMES OF U.S. FIRMS WITH SUCH 
CAPABILITY. COMATT FLACK CAN DISCUSS FURTHER WHEN IN WASHINGTON 
FOR CONSULTATION. 

3. IF FIRMS WISH CONTACT SEH DIRECTLY THEY SHOULD COMMUNICATE 
WITH M. BOUGERRA, DIRECTEUR DES RELATIONS INTERNATIONALES, 
SECRETARIAT D'ETAT A L'HYDRAULIQUE 

ADDRESS; EX-GRAND SEMINAIRE, KOUBA - ALGIERS, ALGERIA.LYNE 
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